ART   OF   COPFERSMITHING.

A.  NEWLY  DESIGNED   PAN.
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In Fig. 482 is shown a later designed Vacuum Pan. The construction
and operation of this pan, it will b-e seen, is qtdte similar to Fig. 481. Here
the pan and dome have "been supplied with a middle section^ and some
additional worms, and it can be made very much easier

.  I&.482.
The woik for a coppersmith hfere consists of the~~pan proper A, the
middle section B, Dome C, together with the worms inside, and the otter
parts, all of which have "been illustrated and dearly explained in previous
chapters, and need not be repeated.